TREATING.

129

the soda agitator, when it receives the soda treatment
in a similar manner to the treatment just described.
After " settling" or remaining at rest for a given
number of hours, the " soda tar " is withdrawn and run
to its receiving tank, and will be again referred to
under " Soda Tar," while the settled oil is pumped to
its receiving tank.

The quantity of acid required for a treatment is run
from the acid storage tank into an "egg," and from
there blown, by means of compressed air, into the
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FIG. 37.
agitator. A useful form of " egg " is shown in Fig. 37.
It consists of the open-ended cast-iron cylinder A, pro-
vided with flanges B at each end. To the flanges B are
bolted the cast-iron heads C, and the joint is best made
tight by the use of a gasket of asbestos cardboard.
The cylinder is provided with the three flanged open-
ings D, one of which is fitted with a pipe that continues
down to the bottom of the egg, while the other two are
fitted with pipes that terminate at the flange. One of
these last two pipes is used as a charging pipe from the